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697 WAVERLY ST 


MINGHAM, MA 01702 800-994-6322 


POTAS. CL/MAG S04 "STOCK" HIGH-K 2.2 


Lot#09102012@48 y Discard after 11/9/2012 

CL ^ SAMPLE- 

KCL 2.26MEQ/ML : MAG S04 0.6MEQ/ML 


DOJ NECC001 111199 


